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6 October 1^53 



I am attaching a copy of memorandum of 21 September 

to the Auditor— in-Chief , together with a copy of wy reply of date, which 
are self-explanatory, and request that you arrange the meeting already 
suggested by the Deputy Comptroller. 


/V 

L. K. WHITE 
Acting Deputy Director 
( Administration) 
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